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Message Text 

UNCLASSIFIED 

PAGE 01 TOKYO 10144 070801Z 
ACTION EA-09 

INFO OCT-01 ISO-00 EB-07 /017 W 

082730 070817Z/23 

R 070750Z JUL 77 
FM AMEMBASSY TOKYO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 9188 

UNCLAS TOKYO 10144 

FOR OIMAVELCH 

E.O. 11652: N/A 
TAGS: BEXP.JA 

SUBJECT: TC NOV. REHABILITATION USA 

PROF. H. FUNAKUBO, TOKYO UNIVERSITY, EDITOR OF SPECIAL ISSUE ON 
REHABILITATION EQUIPMENT, BULLETIN OF THE JAPAN SOCIETY OE 
PRECISION ENGINEERING NOVEMBER ISSUE, REQUESTS OIM/TC PROVIDE 
FOLLOWING SUBJECT SHOW INFO: LIST OF US EXHIBITORS/ADDRESSES, 

OVERSEAS REP IDENTITY, PRODUCTS TO BE EXHIBITED AND ANY SPECIAL 
FEATURES, AND PRODUCT PHOTOS. PROF. FUNAKUBO WAS INTRODUCED 
BY DR. Y. HATSUYAMA, NATIONAL REHABILITATION CENTER FOR 
PHYSICALLY IMPAIRED, WHOSE NAME WAS LISTED IN NATHANSON/ 

BORROWMAN LETTER JUNE 7 AS IMPORTANT CONTACT IN JAPAN. SINCE 
BULLETIN IS PUBLISHED BY NON-PROEIT SEEKING AND ACADEMIC 
ORGANIZATION THAT HAS REPUTATION IN JAPAN, TC STRONGLY RECOMMENDS 
OIM PROVIDE THIS INFO TO MEET PUBLICATION DEADLINE DATE OF 
AUGUST 20. PLEASE AIRMAIL MDF/PHOTO IMMEDIATELY TO TC SO THAT 
TC CAN START TRANSLATION THIS INEO INTO JAPANESE. 

MANSFIELD 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 07-Jul-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977TOKYO10144 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770240-1197 

Format: TEL 
From: TOKYO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770780/aaaacrza.tel 

Line Count: 43 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 31fa146f-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 15-Nov-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1931516 
Secure: OPEN 
Status: NATIVE 

Subject: TC NOV. REHABILITATION USA PROF. H. FUNAKUBO, TOKYO UNIVERSITY, EDITOR OF SPECIAL ISSUE ON REHABILITATION 

EQUIPMENT, BULLETIN OF THE JAPAN SO 

TAGS: BEXP, JA 

To: COM 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/31fa146f-c288-dd1 1-92da-001cc4696bcc 
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